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CENTRAL INTELLIGENCE GROUP 


ATTACHMENT IV oj] - 


Production Plan for Factories Formerly in SAG 
and now Returned to State Ownership 


Column At Planned production for entire year 1947. 
Column B: Planned production for ist Quarter 1947 « 
(Values in 1,000 Ri) 


Firm and Product Quantity onthe. een 


Schmidt, Kranz & Co. 
Nordheusen, Thuringia 
Spare parts for "Schraffer" . 
and conveyer belts ” 2,800 250 
Other products ~ 1,200 650 


Metallkonstruktionswerk E. Preffer 
Erfurt, Thuringia 


{ 
Crene swing bridges — 40 633 129 
Crane trams 20 92 18 
Crane tracks 4 133 33 
Deliveries for Krupp-Gruson 1,326 t. 998 85 


Rohde & D§rrenberg 
Altenburg, Thuringia 
Cutting instruments 330,000 2,600 630 


Instrumentenwerk Roto Rekord 
Gera, Thuringia 


Split chuck leaders for lathes 34,000 1,550 350 

Face plates 3,000 778 182 
Werke fiir Schleifinstrumente I5Q Ge 2,000 453 
Chemnitz, Saxony 
Blektrokorundwerk ; 
Zschornewitz, Saxony xe 

Corundum 10,200 tb. 3,403 850 


August Reissmann 
Saalfeld, Thuringia . 
Equipment for ceramic industry 517 2,000 396 


Maschinenfabrik Sauerbrey 
Stassfurt, Saxony-Anhalt . 
Equipment for cement factories ~ 637 159 


Spare parts for potash mines 
and metel processing plants o 1,200 240 
Other products « “663 133 
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ATTACHMENT IV 


Firm and Product 


Theodor Ehrlich 

Gotha, Thuringla 
Gear wheels for cement factorles 
Spare parts for cement factories 
Automobile gears 
Axles and wheels for narrow gauge 

railroads 

Other products 


Mercedes~—Schrei bmaschinenwerke 
Zella-Mehlis, Thuringia 
Typewriters 
 Caleulating machines 
Bookkeeping machines 
Other products 


Metallwarenfabrik Weissfloeg 
Gera, Thuringia 

Small iron paris 

Other products 


Kleineisenwerk Fritz Braun 
Tambach-Dietharz. Thuringia 
Small iron parts 
Other products 


Netzwerk Kanis 

Wurzen, Saxony 
Steel products 
Steel nets 
Nets for conveyers 
Automobile. brake rods 
Other products 


Fahrradfabrik Hahnel 
Suhl, Thuringia 
Hunting guns 
Gun parts 
Bicycle parts 
Special order for Group of Soviet 
Army Troops in Germany 
Other products 


Waggonfabrik Wismar 

Wismar, Mecklenburg 
Two axle gondolas (Russian model) 
Auto trailers , 
Repair work on freight cars 
Repair work on other RR cars 
Other products 
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Quantity A B.. 
650 to 1,300 260 

716 t- 150 29 

5%. 8 2 

140 to 55 14 

5 t, 12 2 
13,000 3,868 937 
24425 4,155 942 
850 6,970 1,640 

: 407-101 


1594 t. 347 77 
316 t. 736 181 

- 390 97 

870 t. 870 210 
240 t. 340 85 
240 t. 288 72 
120,000 120 30 
ns 80 20 
6,000 1,800 240 
s 60 15 

= _ BO 20: 

- 1,200 250 

~ 860 215 

700 4,900 910 
100 102 20 
1,570 1,591 399 
120 780 8 

~ 1,500 525 
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ATTACHMENT IV 


Firm and Product 


Waggonfabrik Busch 
Bautzen, Saxony 
Freight cars and gondolas 
(Russian model). 
RR passenger cars 
Repair work on freight cars 
Repair work on other RR cars 


Waggonfabrik Wunag 

GUrlitz, Saxony 
RR passenger cars 
Repair work on freight cars 
Repair work on other RR cars 


Waggonfabrik Schumannwerke 
Werdau, Saxony 
Two axle RR cars 
(Russian model} 
RR passenger cars 
Repair work on freight cars 
Repair work on other RR cars 


Trolleys (Strassenbahnkarosserien) 


Cabins (Kabinen) §.J.S. 
Trailers for automobiles 
Other products 


Federnfabrik Max Weber 

Zittau, Saxony 
Buffer-spiral springs 
Other products 


Mechanische Fabrik Kellmann 
Liebertwolkwitz, Saxony 
Gear wheels for automobiles 
Key-way shafts for cars 


Fahrradf:brik Walter & Vo. 
Mihlheusen, Thuringia 
Bicycles 
Weaving machines 
Spare parts for cars 


Blektrodenwerk Kjelberg 

Finsterwalde, Brandenburg 
Electro-welding apparatus 
Accessory equipment 
Electrodes 


Radiordhren und Empfanger, Telefunken 


Briaca, Thuringia 
Radio tubes 
Radio measuring instruments 
Amplifiers 


183,300 


106,400 


24 4000 
00 


684 
325 
2,600 


460 ,000 
2500 


7,000 
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ATTACHMENT IV Sta & 
Firm and Product Quantity A B 


Radiorthrenwerk Telefunken 
Nenhaus, Thuringia 


Radio tubes 589 ,000 4,600 1,100 
WnteL & Schuchart 
Ruhla, Thoringla 
Blectrical apparatus 4, 500 ,000 1,150' 240 
Accessories for contacts 220,000 - 48 10 
Bulbs 300,000 450 100 
Other electrical installation 
material 900 ,000 52 12 
Other products - 500 120 
Storch & Stemann 
Ruhla, Thuringia 
Electric fuses 624,000 133 31 
' Accessories for contacts 643,000 153 35 
Bulbs 1,016,000 102 23 
Other electrical installation 
material 1,275,000 48 11 
Other products ~ 278 66 
Pabrik fur Installati»onsmaterial Karl 
Sberweissbach, Thuringia 
Non-explosive lamps 43,000 770 174 
Watertight lamps 25,000 300 60 
Change over switrlics 38,000 "380 90 
witch boards 35,000 170 34 
Blectrie lighting facilities 30,000 230 54 
sLektromaschinenfabrik Fimag 
Finsterwalde, Brandenburg 
Transportable electric stations 
of 25-375 KW 800 1,033 15033 
Transportable generators 15 KW 430 752 1 
Transportable generators 30 KW 1,100 2,200 121 
Transportable generators 60 KW 60 156 - 
Rafrizgarc tors 3,000 1,500 150 
Motors for electric trams 1,000 786 120 
Elektrotechnisches Werk AEG-Borsig 
Hemigsdorf, Brandenburg 
Electric trams 500 2,850 689 
Welding machines 250 500 100 
Electric furnaces 114 ~ 520 15 
Insulating material - 2,000 200 
Insulating varnish and paint ~ 1,500 100 
Insulating procelain 225 tes 310 - 
Card printing machines ; 196 1,200 250 
Repair work on locomotives ; 30 1,200 240 
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ATTACHMENY AV oe” Sees 


Firn and Product _ Quantity eae B 


Siemens~Schuckertwerke 
Sonnenberg, Thuringia 


Electric fuses 206,000 108 25 
Accessories for contacts 113 46 10 
Fuses of 411 kinds 17,920,000 2,385 539 
Bulbs 164,000 230 52 
Other electrical installation 
material 181,000 42 9 
Other products ~ 239 65 
Siemens-~Schuckert Kabelwerk 
Plauen-Elsterburg, Saxony 
Electric wire 15,600 km. 2,496 ~— 624 
tow tension wire 31,008 km. 4,118 _ 573 
Telephone wire, covered 915 km, fo 175 
Enamelled wire 88 t. 268 © 67 
Covered copper 56 t. © 140 “26 
twaselischaft fiir Feinprif- und 
Messinstrumente 
Schmalkalden, Thuringia 
Measuring instruments - 2,200 550 
Hoh & Hahne 
Leipzig, Saxony / 
Reproduction apparatus and 
accessories for lithography 562 1,100 175 
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